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What is in the Box - XF 1Q4 Camera System 


Phase One PRO Suitcase and Included Accessories 


Sunshade / Laptop 
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Contents of the XF IQ4 Camera System package 


Pelican Storm IM2500 Suitcase 


* Removable Camera Insert - Medium Size (RCI-M) 
- XF IQ4 Camera System with Prism viewfinder 
- Schneider Kreuznach 80mm LS f/2.8 (or lens of choice) 
- Capture One Pro Key Card 
- Warranty Card 
- 4 batteries for IQ4 and XF 
- 64 GB XQD Card 
- 64 GB SD Card 


* Removable Camera Insert - Small Size (RCI-S) 
- EVA Case Accessories 
- Visible Dust Sensor Cleaning Kit 
- Phase One Microfiber Cloth 
- Gray Cards 
- Ethernet Cable 
- HDMI Cable 
- XQD/SD Card Reader 
- EVA Case Cables 
- TetherPro USB C to C cable 
- TetherPro USB A to C cable 
- System Covers 
- EVA Case Power 
- Hähnel Pro Cube 2 Charger 
- Power Supply with 5 International outlet adaptors 


* Laptop Sunshade Compartment 
XF Focusing Target and Guide 
Extra dividers 

- Phase One Velcro Name Tags 
- Black-out cloth for Sunshade 
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What is in the Box - IQ4 Digital Back 


Phase One PRO Suitcase and Included Accessories 


Cleaning Kit, Microfiber 
cloth, Gray cards etc. 


USB, Ethernet 
and HDMI 
cables 


2 Batteries are supplied with 
the IQ4 Digital Back 


Charger and Power 
Supply 


XQD Card 


I@4 Digital Back in an 
EVA Soft Shell Case 


Warranty Card 


Capture One Pro 
Key Card 
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Contents of the IQ4 Digital Back package 


Pelican Storm IM2500 Suitcase 


Removable Camera Insert - Medium Size (RCI-M) 
- EVA Case IQ Back 


- 1Q4 


Digital Back 


- Capture One Pro Key Card 
- Warranty Card 

- 4 batteries for IQ4 and XF 
- 64 GB XQD Card 


Removable Camera Insert - Small Size (RCI-S) 
- EVA Case Accessories 

Visible Dust Sensor Cleaning Kit 

Phase One Microfiber Cloth 

Gray Cards 

Ethernet Cable 


HD 
XQ 


D/S 


MI Cable 


D Card Reader 


- EVA Case Cables 


TetherPro USB C to C cable 
TetherPro USB A to C cable 


- System Covers 
- EVA Case Power 
- Hähnel Pro Cube 2 Charger 
- Power Supply with 5 International outlet adaptors 


Laptop Sunshade Compartment 
- Extra dividers 

- Phase One Velcro Name Tags 
- Black-out cloth for Sunshade 
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Phase One PRO Camera System Suitcase 


Features of the Phase One Pelican Storm IM 2500 Suitcase 


30 velcro name 


Pocket is designed tags inside 


to hold a laptop 


Extra light shield cover for 
sunshade. 


Folds out as a 


See through sunshade 


net pockets 


Scratch 
protection for Removable Camera Insert 
zipper Small (RCI-S) 


Soft Shell EVA 
cases 


Removable Camera Insert 
Medium Size (RCI-M) 


Protective Foam 
Velcro Name Tags 


Replacable skater wheels 


Automatic Decompression 
Air vent 
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Easy open latches 


Extra black-out 
cloth included 
to velcro on 


Sunshade also 
function as a 
“light rain” cover 


Extra equipment stays 
protected below 


Contrast is greatly 
enhanced when 
used outdoor 


Rugged extractible Handgrip 
integrated 


NYA-EVO Removable Camera Inserts (RCIs) 
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Optional Phase One Adventure Backpack 


NYA-EVO Fjord 36 Adventure backpack 


Outside zippers are all YKK®. 
Heavy gauge for rear zip and 
Aquaguard® zip for top and 
front zippers 


Nylon 210 Denier Rip-stop fabric with 
thermoplastic polyurethane film on interior and 
water-repellant coating on exterior. 


High density closed cell 
foams for suspension 
system. 


Glove friendly 
aluminum zip pullers 


Woojin® plastic side 


Hiking poles, ski poles and 
release buckles. 


ice-axes on the front panel by 
bungee cord and webbing loop 
system 


Soft touch quick dry 
knitted fabric for all 
contact points to the 
body. 


Neutral NYA-EVO / Phase 
One Co-Branding 


Protective Foam 


Stretch fabric 
pocket on the 
waist belt 


Hypalon® base. 


Volume: 36 L / 2,196 cu in 


Weight: 1700 g / 3.3 |b 
Optional Phase One Accessory Part #60900114 Dimensions in cm: 50 x 32 x 25 cm 


For larger sizes and alternative colors please check www.nya-evo.nu Dimensions in in: 19.7 x 12.6 x 9.8 in 
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The NYA-EVO Fjord 36 backpack’s compact size holds 36 
liters of gear and complies with most flight ‘carry-on’ sizes. 
With a full-size aluminum frame, highly water-resistant and 
durable materials, the rugged NYA-EVO Fjord 36 all- 
rounder pack is up for any adventure. Top quality 
components, tested in factory and field, brings you worry- 
free performance at any time. 


The NYA-EVO Fjord 36 offers you: 

Peace of mind - keeps your camera equipment safe from 
the elements. 
Comfort - aluminum frame and ergonomically designed 
shoulder straps make you feel the load inside the backpack 
much less, carrying 15kg with ease. Back padding body 
contact fabric is quick drying, soft and non-abrasive. 

Ease and adaptability - three sizes of Removable Camera 
Insert - see below. 
Versatility - for dynamic adventure sports as well as the 
urban jungle and general traveling. With carrying points for 
skis, snowboard, helmet, rope and ice axe, emergency 
whistle plus the ability to carry 15 inch laptop and other 
general travel gear. 

Stability - our load stabilizer system moves weight to the 
frame and the frame transfers it to the hips 


Construction 

High weather resistance provided by a combination of a 
thermoplastic polyurethane coated nylon fabric and 
polyurethane coated YKK® Aquaguard® zippers. In extreme 
conditions a seam-taped detachable rain cover can be 
attached for an extra protection barrier. 

Lightweight aluminum T6-6061 tubular frame combined 
with the use of high density foam covered with quick dry 
soft knitted fabric provide for optimal load management 
and carry comfort. 
Rear panel zipper provides full access to the main 
compartment for easy packing. This configuration has the 


extra benefit of having the zipper close to the body for anti- 


theft security and keeping your shoulder straps out of the 
dirt during access. 

The pack is equipped with a removable internal separator 
that divides the camera gear from the ‘other gear’. This 
prevents unwanted items from the ‘other gear’ section to 
slide into the camera compartment. 

Compression & gear attachment straps for carrying 
equipment onto the exterior of the pack. The tensioning of 
these straps pull the load onto the aluminum frame for 
optimal carry comfort and stability during dynamic 
activities. 

The pack comes with a Hypalon® base which is extremely 
tough, waterproof and longwearing. 

Lightweight detachable seam-taped raincover included. 


Organization 
Main compartment accessible from rear and top. 


Roomy quick access front pocket with inside organizer that 


serves multiple functions depending on the activity. For 


backcountry it fits most snow shovels, avalanche probe and 


small tools. For hiking & general travel it fits travel books 
(up to A4 in size), extra layers, small accessories and most 


15 inch laptops in the padded sleeve. This sleeve doubles up 


as hydration system compartment. 
Stow-away stretch mesh attachment that can be fixed to 


loops on the outside of the pack. This system can used 
attach bulky items like helmets, sleeping bag, jackets or 
extra layers and is stored inside front zip top pocket. 
Stretch fabric side pockets give space even when the bag is 
fully stuffed. 

Stretch fabric pocket on the waist belt. 

Internal organizational compartments for small camera 
accessories (memory cards, filters, etc) on the interior rear 
access panel. 

Two internal zipper mesh pockets for storage of small 
camera or travel accessories. 


Attachments 

Hiking poles, ski poles and ice-axes on the front panel by 
bungee cord and webbing loop system. 
Snowboard or snow shoes on front panel. 
Skis with both vertical and diagonal carry options. 
Helmet attachment system on front or top panel of the 
pack. 
Sleeping bags and mattresses on the sides, front or top of 
the pack (using helmet attachment system) 


Materials 
ylon 210 Denier Rip-stop fabric with thermoplastic 
polyurethane film on interior and water-repellant coating on 
exterior of the backpack. 
Polyester 200 Denier lining fabric with polyurethane 
coating. 
Soft touch quick dry knitted fabric for all contact points to 
the body. 
High density closed cell foams for suspension system. 
Glove friendly aluminum zip pullers and Woojin® plastic side 
elease buckles. 
Outside zippers are all YKK®. Heavy gauge for rear zip and 
Aquaguard® zip for top and front zippers. 

ylon webbing. 
Hypalon® base. 
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Phase One Removable Camera Inserts 


For Pelican Storm IM2500 and NYA-EVO Backpacker 


Outside zippers are all YKK®. 


Nylon 210 Denier Rip-stop fabric with 
thermoplastic polyurethane film on interior and 
water-repellant coating on exterior. 


Removable Camera Insert 


Medium Size (RCI-M) 


Removable Camera Insert 
Small Size (RCI-S) 


XF 1Q4 Suitcase with Interior parts 
XF Pelican Storm case w. NYA-EVO inserts (M and S inserts + Sunshade and EVA cases) 


60900123 


Interior parts for the Pelican Storm IM2500 Case 


60900117 
60900118 
60900120 
60900119 


Phase One NYA- 
Phase One NYA- 
Phase One NYA- 
Phase One NYA- 


EVO RCI M (Medium) 
EVO RCI S (Small) 
EVO Sunshade 


EVO RCI C (Carry-on) 


Full XF 1Q4 Packaging kits, including accessories (XQD card charger, cables etc...) 


73198 
73199 


IQ4 Digital Back 


Packaging (Pelican Storm IM2500 including all accessories for IQ4) 


XF IQ4 Camera System Packaging (Pelican Storm IM2500 incl. all accessories for IQ4 and XF) 


XF IQ4 Camera System 


| Removable Camera Inserts 


RCIs are equipped with 
metal D-ring for optional 
strap attachment 


Padded dividers 
included for easy 
custom configuration 


Cover is fully detachable, 
convenient when placed 
in a backpacker 


Three boxes and tagging system are 
provided with each XF IQ4 Camera 
System and IQ digital backs 


IQ back box are supplied with only 
with IQ Digital Back Package 
(not included with system package) 


Accessory Soft shell EVA Cases 
60900126 EVA Soft Shell Case for Accessories 
60900125 EVA Soft Shell Case for IQ4 Digital Back 
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Velcro on backside 


Lane EE 


im TEA 


Including name tags 
with most common XF 
Accessory names 


60900127 Phase One Velcro Name tags 


Velcro tags can be used to 
identify lenses when packed 
in a lens wrap 


Velcro tags fit the 
attachment field on 
EVA Soft Shell cases 


60900050 Phase One Lens Wrap 19" 
60900051 Phase One Lens Wrap 15” 
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The Velcro name tag kit 
includes name tags for 
all Schneider Kreuznach 
lenses 


All lenses are supplied 
with a Phase One Lens 
Wrap 


Optional Carry-On Bag (RCI - C) 


Nylon 210 Denier Rip-stop fabric with 


thermoplastic polyurethane film on interior 
and water-repellant coating on exterior. 


Outside zippers are all YKK® 
Heavy gauge for rear zip and 
Aquaguard® zip for top and 
front zippers 


Adjustable Soft Shoulder 
Strap is included 


60900119 


Practical pull handle 
on ends and on side 


Provided with two 
removable padded dividers 


Phase One NYA-EVO RCI C (Carry-on) 
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XF Camera Add-On Hardware 


XF Camera Body 
Part # 73088 


The XF Body is supplied standard with rubber and plastic covers for all ports 
However Phase One does offer PRO Metal covers for all ports. 
The IQ4 Digital Back is supplied with a PRO metal cover covering the Sensor. 


Please refer to the below accessory parts list: 
(Optional Accessories) 


Part# 
50201195 
50201196 
50201193 
50201252 
50201192 


Part# 
40102934 
40102935 
40102939 
40102635 
40102634 
40102936 
40102666 
73045 


XF Premium Leather Neck Strap. Part #73084 
(Optional Accessory) 


Pro Metal Covers 

Prism Viewfinder cover 

XF Viewfinder port cover 

XF DB port cover 

IQ Digital Back cover (included) 
XF Lens port cover 


Standard Rubber Covers 

XF Camera body digital back port cover 

XF Camera body Viewfinder port cover 

XF Camera body Lens port cover 

XF Camera body Service port interface cover (Bottom rectangular rubber part) 
XF Camera body Multi connector port cover 

Prism Viewfinder cover 

Prism Viewfinder flash sync port cover 

Prism Viewfinder flash hot shoe cover 
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Prism Viewfinder 

With a solid glass prism, the 90° viewfinder is the brightest of its 
kind and has virtually no loss of light. The prism viewfinder displays a 
perfect view of the scene with 100% frame coverage, and comes 
standard on all XF Camera Systems. 

Part # 73089 


The Diopter in the viewfinder can be adjusted +/- 2.5 
If this is not enough, there are two dipter optical parts available. 


Part# Description 

73145 Prism Viewfinder Rubber Eyecup 
70277 Prism VF Diopter correction lens D 
70278 Prism VF Diopter correction lens D 
70279 Prism VF Diopter correction lens D 


401 (Standard) 
402 (Near Sighted) 
403 (Far sighted) 


Waist Level Finder 

(Optional Accessory) 

The waist-level viewfinder is convenient for many styles of 
photography - be it in studio or on location. With the ability to retain 
the connection between photographer and model, or simply to attain 
a more effective working position, the waist-level finder is a great 
addition to the creative toolbox. 

Part # 73090 


Waist Level Finder Diopters 

(Optional Accessory) 

Waist level finder Diopter is supplied with a type O diopter 

Its possible to replace with up to +/- 2 using the following kits: 


Part# Description 
75094 Waist Level Finder Diopter +2 

75095 Waist Level Finder Diopter +1 

73096 Waist Level Finder Diopter O (Included with the WLF) 
75097 Waist Level Finder Diopter -1 

73099 Waist Level Finder Diopter -2 


Genius folding mechanism plus light metering abillity 

The XF Waist Level Finder folds into the body like many classical 
cameras, thereby making the XF very compact and travel friendly. 
As a “first off” any Waist Level Camera, The XF Camera System can 
measure the light and give focus indication on the top screen using 
the build in Honeybee autofocus platform. 
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XF V-Grip 

(Optional Accessory) 

With dedication to improving workflow and studio use, the XF V-Grip provides advanced ergonomics and additional control 
options. The XF V-Grip ensures simplicity as well as dynamic improvements to handheld workflow applications. With an 
emphasis on design, the XF V-Grip incorporates an Arca-Swiss compatible mounting point and L-Bracket solution. Whether 
using the XF V-Grip hand-held or on a tripod, the ease of use and added controls make this accessory a valuable asset for 
any professional photographer. 

Part # 73139 


XF Quick release L-Bracket 
with portrait mount for V-Grip 
(Included with V-Grip) 

Part # 73171 


XF Quick Release bracket for V-Grip 
(Included with V-Grip) 
Part # 73172 


XF V-Grip Hand Strap 
(Included with V-Grip) 
Part # 71061 


ds 


L-Bracket for standalone use on XF 
(Including the leather hand strap) 
Part # 71059 


NOTE: 

Really Right Stuff, have developed a clamp system which is very close 
to Arca Swiss, but not directly compatible. 

Phase One have developed a special clamp add on that you will need 
for compatibillity with Really Right Stuff clamps: 


Really Right Stuff compatibility kit for L-bracket #71062 
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Release button and two 
dials with same position and 
function as on the camera body 


R^ 
Í 
e 


L 


3NO3 


Rear User button 
replicates function of 
same button on camera 


High Quality Leather 
Hand Strap 


1/4” or 3/8” Tripod 
mount for landscape 
mount 


Quick Lock 
Tightening nub 


Arca Swiss type 
Quick lock clamp 
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XF Remote Release and Break Out Box B.O.B. 

(Optional Accessories) 

The remote release and Break Out Box B.O.B. is a high quality remote release, that also function as a break out box for 
instance for older Phase One 645AF accessories with an 8-pin multiport. 


It can be used with the coiled cable as a smart little remote release or it can be used with the short 10cm straight cable and 
a power supply if you are in a studio invironment and want power in to the XF at the same time. 


B.O.B. connects to the XF 12-pin multiport, and allows for power input, in one side, and an additional 8 or 18 pin release 
cable in the other side. 


Part# Description 

73130 XF Cable Release and Break Out Box "BOB" (Including coiled cable 30cm) 
50300232 XF Cable Release “BOB” Coiled cable 30cm (included with “BOB” package) 
50300220 XF Cable Release “BOB” Straight cable 10cm (12-pin w. power) 

50300231 XF Cable Release “BOB” Straight cable 2M (12-pin w. power) 


30 cm Coiled Cable 
supplied as standard 


Straight Cable 10cm 
including power lead 
for XF Power Supply 


Release button with 
half press function 


Rubber Port Covers 


Profoto Air Sync Transceiver 

(Optional Accessory) 

The Profoto Air Sync Tranceiver can be used as an XF wireless flash receiver unit if you are not 
using Profoto flash with a build in receiver. The Profoto Air Sync can also be setup to Transmit, 
and in this way you can use it as a wireless remote trigger for the XF Camera. 


Part# Description 
70263 Profoto Air Sync Tranciever (Reciever unit for use with other brand flash systems) 
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XF Power Supply 
(Optional Accessory) 
73131 XF Power Supply (for use direct with XF Body or through XF Cable Release "BOB") 


All International connector 
power cables are provided 


Power can be connected 
to left side 12-pin port 


8 pin or 12 pin connector 
remote release 


73203 Hähnel Remote Shutter Release HRX 280 PRO for Phase One XF/DF Camera 
The Hähnel Remote release can be used as stand-alone cable release,direcly connected to the XF 
Or It can be used as an extension to the B.O.B. by pluggin it into the right side multipin port. 
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XF Batteries and Battery Charger 


Part# Description 

70518 XF/IQ battery Li-ion 7,2V 3400mAh, 2 Pcs 

70519 XF/IQ battery Li-ion 72V 3400mAh, 20 Pcs 

70526 Hähnel Pro Cube 2 Charger for XF Camera System Batteries (XF/IQ) 


Included with the charger, but can be purchased seperately: 
70530 Power adaptor for XF/IQ battery charger with International outlet adaptors 


XF/IQ battery Li-ion 72V 3400mAh, 2 Pcs 
Part# 70518 


Visible Dust Cleaning Kit 
Part# 76002500 


Storage Media and Card Reader 


Part# Description 

50900040 Sony 64GBXQD G Series card 

50900041 Sony 64GB SF-G Series UHS-II SDXC Memory Card 
50900042 Sony MRW E90 Card Reader for XQD and SD Cards 


BONY 


TOD 


Eee 
LEGI 


Ed. 
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Tether Tools TetherPro USB Cables 


Part# 
50300293 
50300297 


Description 
TetherPro USB 3.1 USB-C to USB-C Black 3M/10ft 


TetherPro USB 3.0 USB-A to USB-C Black 4.5M/15ft 


- Extra tubed to fit in the IQ4 


Part# 
50300294 
50300295 


Ethernet and HDMI Cables 


Description 
Ethernet Cable 4.5M/15ft 
Mini HDMI to HDMI cable 
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xF Camera System Lenses & Accessories 


Lens Range and Lens Accesories Overview 


Part # Description: 


70240 Phase One Digital 28mm AF f4.5 

70283 Phase One Digital 35mm AF f/3.5 - 877mm 

70241 Phase One Digital 45mm AF f2.8 - 67mm 

70223 Phase One Digital 80mm AF f2.8 - 867mm 

70242 Phase One Digital 120mm MF Macro f4.0 - 867mm 
70284 Phase One Digital 120mm AF Macro f/4.0 - 872mm 
70243 Phase One Digital 150mm AF f2.8 IF - 872mm 
70245 Phase One Digital Zoom 75-150mm AF f4.5 - @77mm 


Auto Extension Rings 
The Phase One Auto Extention rings features Auto exposure and Manual focusing 


Part # Description 

70254 Auto Extension ring no. 1 (11,8 mm) 
70255 Auto Extension ring no. 2 (23,6 mm) 
70256 Auto Extension ring no. 3 (35,4 mm) 
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Part # Description: 
73008 Schneider Kreuznach 28mm LS f/4.5 
73091 Schneider Kreuznach 35mm LS f/3.5 Blue Ring - 805mm 


Schneider Kreuznach 45mm LS f/3.5 Blue Ring - 895mm 


73103 Schneider Kreuznach 55mm LS f/2.8 Blue Ring - 872mm 
73102 Schneider Kreuznach 80mm LS f/2.8 Blue Ring - 872mm 


Schneider Kreuznach 110mm LS f/2.8 Blue Ring - 872mm 


73076 Schneider Kreuznach 120mm LS Macro f/4.0 Blue Ring- 886mm 
73104 Schneider Kreuznach 150mm LS f/3.5 Blue Ring- 872mm 


Schneider Kreuznach 150mm LS f/2.8 Blue Ring - 895mm 
Schneider Kreuznach LS 240mm f/4.5 Blue Ring - 886mm 


3 
7314 Schneider Kreuznach LS 40-80mm f/4.0-5.6 Blue Ring - 805mm 
5 


Schneider Kreuznach LS 75-150mm f/4.0-5.6 Blue Ring - 895mm 


Teleconverter x2 


he 


eleconverter x2 practically doubles the folcusing distance on 


compatible lenses. 


he 
Sche 
f4.5, 


eleconverter x2 is compatible with the Phase One 150mm f2.8, the 
ider Krueznach 150mm f3.5 and the Schneider Kreuznach 240mm 


features Auto Aperture and Manual Focus. 


73022 Schneider Kreuznach 2x Teleconverter f/2.0 


NOTE: 

For larger lenses, as for instance the Schneider Kreuznach 240mmLS or if you are using the Teleconverter 
x2, Phase One recomends a Tripod Lens rail which will support both the lens and the camera system. 

To get a lens rail specifically designed to fit the XF camera and lenses please search for Phase One at: 


http://www.hejnarphotostore.com 
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LEE SW 150mm Filter Kit 

Together with LEE filters, Phase One have put together a 150mm Filter Solition for the Phase one and Schneider Kreuznach 
Wide angle lenses. The Phase Ona 28mm, The Schneider Kreuznach 28mm LS, 35mm LS and 45mm LS 

The Lee filter kits comes as standard with Light Shield, and includes 1 Graduated ND filter (0.6 Soft graduated) 


Part # Description 


73013 LEE SW150 filter kit for Schneider Kreuznach 28mm LS (Including 1 Garduated ND 0.6) 
73019 LEE SW150 filter kit for Phase One 28mm (Including 1 Garduated ND 0.6) 

73184 LEE SW150 filter kit for Schneider Kreuznach 35mm LS @105 (Including 1 Garduated ND 0.6) 
73185 LEE SW150 filter kit for Schneider Kreuznach 45mm LS 895 (Including 1 Garduated ND 0.6 
73014 LEE 150mm ND Filter Kit for SW150 (ND 0.3 / 0.6 / 0.9) 

73189 LEE Adaptor Ring for Schneider Kreuznach 28mmLS (Tullio Hood mount) 

73190 LEE Adaptor Ring for Phase One 28mm AF (Tullip Hood mount) 

73186 LEE Adaptor Ring 805mm (for 35mm LS and 40-80LS) 

73187 LEE Adaptor Ring 895mm (for 45mm LS and 75-150LS) 

73188 LEE SW150 Light Shield (rubber) 


i -——- Serer ir 1 


IR Filters for IQ4 150MP Achromatic 


Part # Description 
70710 TG] Filter for Mamiya RZ (877 mm filter with screw in frame) 

73163 @105mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 
73162 @95mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 
73161 @86mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 
73160 @77mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 
73159 @72mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 
73158 @67mm B+W F-Pro 486 UV/IR Cut Filter MRC for Achromatic backs 


NOTE: 

Schneider Kreuznach B+W filters are the recomended filter types for 
Phase One and Schneider Kreuznach lenses. 

The recomended B+W filter type is the F-Pro series. 
http://schneiderkreuznach.com 


70226 Phase One Multimount lens adaptor for Hasselblad V lenses 


The Phase One Multimount lens adapter for Hasselblad V Lenses makes it 
x possible to use Hasselblad 500 series lenses on the Phase One XF. 
i Ba cs a a Lenses are supported with manual focus and manual aperture. 


26 XF IQ4 Camera System | Lenses & Accessories 


Phase One / Schneider Kreuznach Lens Caps 


Part # 
70293 
70227 
70264 
70266 
70224 
70224 
70224 
70265 
70265 
70266 
73040 
70267 
70267 
70267 
73029 
73042 
73049 
70267 
73037 
73029 
73042 


Description 

Schneider Kreuznach Lens Rear Cap 

Phase One Back Cap for all lenses 

Phase One 28mm Front Cap 

Phase One 35mm Front Cap (877mm) 

Phase One 45mm Front Cap (67mm) 

Phase One 80mm Front Cap (867mm) 

Phase One 120mm Front Cap (@67mm) 

Phase One AF 120mm Front Cap (872mm) 

Phase One 150mm Front Cap (272mm) 

Phase One 75-150mm Front Cap (@77mm) 

Schneider Kreuznach 28mm Front cap 

Schneider Kreuznach 55mm LS Front Cap (272mm) 
Schneider Kreuznach 80mm LS Front Cap ((272mm) 
Schneider Kreuznach 110mm LS Front Cap (872mm) 
Schneider Kreuznach 240mm LS Front Cap (@86mm) 
Schneider Kreuznach 40-80mm LS Front Cap (105mm 
Schneider Kreuznach 75-150mm LS Front Cap ((295mm: 
Schneider Kreuznach 150mm LS Front Cap (@72mm) 
Schneider Kreuznach 120mm TS Front Cap 

Schneider Kreuznach 120mm LS Front Cap (86mm) 
Schneider Kreuznach 35mm LS Front Cap (@105mm) 


Phase One / Schneider Kreuznach Lens Hoods 


Part # 
70288 
70269 
70225 
70270 
70292 
70271 
70272 
702735 
70274 
70275 
70291 
73044 
73043 
73105 
73092 
73178 
73106 
73107 
73179 
73108 


Description 

Phase One 35mm Lens Hood 

Phase One 45mm Lens Hood 

Phase One 80mm Lens Hood 

Phase One 120mm Lens Hood 

Phase One AF120mm Lens Hood (Metal Pro Hood) 
Phase One 150mm Lens Hood 

Phase One 75-150mm Lens Hood 

Schneider Kreuznach 55mm LS Lens Hood 
Schneider Kreuznach 80mm Lens Hood 
Schneider Kreuznach 110mm LS Lens Hood 


PHASEONE 


Schneider Kreuznach 150mm LS f/3.5 Lens Hood (Metal Pro Hood) 


Schneider Kreuznach 40-80mm LS Lens Hood (Metal Tu 
Schneider Kreuznach 75-150mm LS Lens Hood (Metal Tu 


ipan Hood) 
ipan Hood) 


Schneider Kreuznach 120mm LS Lens Hood (Metal PRO Hood) 


Schneider Kreuznach 35mm LS Lens Hood (Metal PRO 


Schneider Kreuznach 45mm LS Lens Hood (Metal PRO 


Schneider Kreuznach 55mm LS Lens Hood (Metal PRO 


ood) 
ood) 
ood) 


Schneider Kreuznach 80mm LS Lens Hood (Metal PRO Hood) 


Schneider Kreuznach 110mm LS Lens Hood (Metal PRO H 


ood) 


Schneider Kreuznach 150mm LS f/2.8 Lens Hood (Metal PRO Hood) 
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Capture One & Accessories 


Tangent Color Grading Cc 


Not everyone has the luxury of a dedica 


that makes a statement to your clients, then the Tangent solutions are the panels to choose. 


The New Arc has more than impressive 
your skills to shine through and for you to make your own statement. 


Tangent Solutions 


These are the Capture One compatible solutions 


mm [TI [TI [TI 
I 
= 
A 
W 
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Description 

The Arc Bundle of 3 Panels 
The Ripple Panel 

The Wave2 Panel 


Element T 
Element 

Element K 
Element B 
Bundle of 


Tangent solutions are avalable from www.tangentwave.co.uk 


k panel 
f panel 
b panel 
t panel 
Element Tk, Mf, Kb & Bt panels 


XF IQ4 Camera System | Capture One & Accessories 


mtrols for the Professional Capture One Retoucher 


LOD 


ted grading suite, but when you do, and you want a control surface 


ooks; it has the controls, features, and ergonomics to match, allowing 


The Arc Bundle of 3 Panels 


The Wave2 Panel 


The Element Bundle of four panels (Tk, Mf, Kb & Bt panels) 


Ripple is Tangent’s entry level panel with a price- 
tag to match. 


Designed for the occasional colourist, editor, and The Ripple Panel 
student, Ripple provides the essential 3 
trackerballs that soeed up primary grading. Its 
small desk foot-print means it will sit comfortably 
beside your keyboard and mouse, and it won't 
get in the way when you're not using it. 


Capture One Logickeyboard 

A dedicated and Color Coded Graphic keyboard for = 
Captrure One. A genuine Apple USB keyboard with jum AA 

Capture One short-cut color coding. mas eas n 


Part # Description Mari doo 
70381 LogicKeyboard for CO UK gu 
70382  LogicKeyboard for CO US 
70384  LogicKeyboard for CO DE 
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XF IQ4 Camera System 


Notes 


For more information, please visit 
www.phaseone.com 


Follow us on: 

Facebook @PhaseOnePhoto 
Instagram @PhaseOnePhoto 
Twitter @PhaseOnePhoto 
YouTube @PhaseOneDK 
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what the world's best photography is made of 


nt is subject to change without notice. P/N: 850 
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